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No. 76] NEW DELHI, SATURDAY, NOVEMBER 11, 1960 


MINISTRY OP INDUSTRY AND SUPPLY 

NOTIFICATION 

New Delhi, the 2nd November 1050 

S.R.O. 907. — In exercise of the powers conferred by section 10 of the Indian 
Power Alcohol Act, 1948 (XXII of 1048), the Central Oovemment is pleased 
to make tho following rules, namely — 

THE INDIAN POWER ALCOHOL RULES, 1960. 

CHAPTER I 
Preliminary 

1. Short title — Those rules may be called the Power Alcohol Rules lOSOi. 

2. Definitions. — Tn these rules, unless the context otherwise requires, 

(a) "Act'’ means the Indian Power Alcohol Act, 1948 (XXII of 1948); 

(b) "Chemical Examiner" means the Chief Chemist, Central Board of 
Revenue, Control Laboratory, New Bellii or the Chemical Examiner to the 
Government of a State; 

(0) ‘‘Collector" means the Chief Officer incharge of the revenue Administra- 
tion of a Bistrict and in a Presidency Town, the Collector of Madras, Calcutta 
or Bombay, as the case may bo; 

(d) "Depot” means tho premises where power alcohol is stored in bulk by the 
distributing licensee for issue to retail selling points; 

(e) "DistiUer’’ means a person who holds a licence under these rules for the 
manufacture of power alcohol ; 

(f) "Distillery" means the premises where under a lioenoe issued under 
these rules power alcohol may be manufactured; 

(g) "Distributing licensee" means a person holding a licence in Form P.A. 
15 to carrv on the distribution of power alcohol for retail sales: 

(h) "Gallon" means an Imperial gallon; 

(1) "Inspector" means an excise inspector appointed under a Ittw of a State 
relating to the control of intoxicating liquors and deputed by a Power Alcohol 
Authority to perform functions under the Act and these rules at a retail seUing 
point; 
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(j) “Manager” means a person expressly authorised in writing by a mixing 
licensee to act as his mnntvgor at a iiuxing depot for the purpose of these rules; 

(k) “Mixing depot” means the premises where, under a licence granted under 
these rules, power aloohol may be mixed yiith petrol; 

il) “Mixing licensee” means a person holding a licence to carry on the 
operation of mixing of power alcoliol with, petrol; 

(m) “Mixture” means straight petrol mixed with denatured power alcohol 
in the proportion notified by the Central Govornmeut under sub-section (2) of 
section 6 of the Act;, 

(n) "Otticer-in-chargo depot” means an excise inspector appointed under a 
law of a Htate relating to the control of intoxicating liquors and deputed by a 
State Eower Alcohol Authority to perform functions under the Act and these 
rules at a depot within the State; 

i(o) “Offioer-in-chargo distillery” means an excise inspector appointed 
runder a law of a State relating to the control of iuLoxienting liquors and deputed 
iby a Htate Power Alcohol Authority to perform functions under the Act and 
;^heee rules at a distillery; 

(p) “Power Alcohol” after issue from the distillery means power alcohol 
denatured in the prescribed manner; 

(q) “power Alcohol Authority” means an officer appointed by a State 
Government to perform the functions of the Power Alcohol Authority under 
these rules ; 

(r) “Representative” means a person or firm appointed by a distributing 
licensee to act ns his ugonb at a retail selling point for the purpo.se of certifying 
the quantities of power alcohol received for retail sale to consiimcrs; 

i(s) "Sale" and “soil” include exchange, barter and offering and exposing for 
sale ; 

(t) “Btraight petrol” means petrol unmixed with power alcohol, 

CHAP'J'ER 11 
StiPPLY OF PowEB Alcohol 

8. Indent for Power Alcohol. — (1) On or before the Ifitli day of February, 
May, August and November every mixing licensee or distributing licensee as the 
case may bo, shall forward to the Power Alcohol Authority an indent in duplicate 
of his estimated requirements of Power Alcohol for the next quarter of the 
financial year. One copy of the indent shall be retained by such Power Alcohol 
Authority and the other shall be forwarded by him without delay to the distillery 
•concerned. [The indent may be amended by the Power Alcohol Authority at his 
discretion.] 

(2) Subject to the provisions of the next succeeding siib-rulo, the distiller con- 
cerned shall be hound to sell to, and the mixing licensee or the distributing 
licensee shall be bound to purchase from, the State Governments the quantity 
of Power Alcohol indented for [or as amended by the Power Alcohol Authority.] 

(3) A Power Alcohol Authority of its own motion or on the application of a 
distiller or a mixing licensee or a distributing licensee may make such variations 
in the indent as it may deem fit. 

4. Minimum stock at mixing depots and Tequisitions . — For every mixing 
depot a minimum stock of Power Alcohol shall be fixed by the Power Aloohol 
Authority in consultation with the mixing licensee and distiller. When the 
■qiiantity of Power Alcohol in stock at a mixing depot is approaching such mini- 
mum or when the stock in hand is unfit for use or when there is disagreement, 
■between the officer in charge and the mixing licensee about the fitness of the 
Power Alcohol for admixture with petrol, the officer in charge, depot shall send 



a requisition in form P.A. 8 to the distiller concerned stating the quantity or 
power alcohol required and the date by which it should be supplied and the 
distiller shall comply with the same. The said Power Alcohol Authority should 
be informed accordingly by endorsement of the indent placed with the distiller, 

6. Failure of sup-ply by distiller — (a) Whenever the distiller fails to supply 
snfficient power alcohol within the time specified, the Officer-in-Charge, Depot, 
shall automatically direct the issue of straight petrol immediately after intimat- 
ing the position to the Power Alcohol Authority and without Moiiting for further 
advice from the Power Alcohol Authority. 

(h) The Power Alcohol Authority may arrange for the supply of power alcohol 
at such mixing depot or retail selling point from any other disthlor. Without 
prejudice to any action that may he taken against the defaulting distiller under 
the provisions of these rules or under the terms of licence, he shall be liable 
to pay to the Government aU extra cost incurred in procuring the supply of 
poW|Or alcohol at such mixing depot, depot or retail selling point from elsewhere. 

6. Loss by deterioration. — (1) All power alcohol intended for admixture with 

petrol or for sale to the distributing hconsee shall, before it is sold to a State 
Government, bo supplied by a distiller and consigned to the Depot Inspector in 
the prescribed manner and shall be stored in suitably calibrated receptacles 
approved by the Power Alcohol Authority, Such receptacles shall be provided 
fay the mixing licensee or the distributing licensee as the case may be and shall 

be liable to inspection by the Officers of the Central Government as weU as the 

State Power Alcohol Authority, not below the rank of Inspector. 

In the case of mixing depot, power alcohol shall be stored in receptacles 
which shall bo kept under an excise ticket lock, the key of which shall bo kept 
by tho Officer-in-Oharge, Depot. The distiller concerned may appoint an agent 
for every mixing depot who may also fasten his own look on the receptacles. 

(2) The ownership of the power alcohol shall continue to vest in the 

distiller until it is delivered for admixture with petrol or delivered to the 

representative at tho retail selling point or depot. All loss resulting from the 
deterioration of power alcohol or from any cause whatsoever at a mixing depot 
other than a wilful act of omission or commission on the part of the mixing 
liocnsoe shall be homo by the distiller. 

(3) It ehall be the duty ot the mixing licensee to keep the receptacles in a 
fit and proper condition, 

7. Zone. — (1) For the supply of Power Alcohol a state or other area in which 
the Act is in force may bo divided into zones by the Central Government in 
consultation witli the Power Alcohol Authority of tho Slate concerned and the 
mixing licensee . 

(2) For every zone there will be a specified distillery and the distiller 
thereof shall have the exclusive right to supply power alcohol therein for ad- 
mixture vMth petrol or for sale at depots or retail selling points, 

(3) Notwithstanding anything to the contrary contained in those rules, if 
there is a breakdown in the spccilied distillery, or such distillery is, for any 
other reason, not able to supply the requisite quantity of power alcohol to the 
zona allotted to it, the Power Alcohol Authority may authorise any other 
distiller to supply power alcohol in that zone. 

8. Tenders to be invited to fix prices. — (1) The price at which power 
alcohol shall be sold to State Government shall be fixed by the Central Gov- 
ernment and for this purpose the Central Government shall invite l)y public 
notice tenders for the supply of power alcxihol and shall also issue tender notice 
in form P.A. 1 to all the distillers in tho teiritoriea to which tho Act extends. 
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(2) On the expiry of the date Axed for the receipt of tenders, the (Jentral 
Gc/vernment shall accept such tenders as it considers suitable and shall grant 
each such tenderer a Hoonco in form P.A. 2 which shall ordinarily bo for a 
period not exceeding three years. 

9. (a) Rate at which mixing UcenBet, to -pay price. — The rate at which 
power alcohol shall be paid for by a mixing licensee shall be fixed by the 
Central Government in consultation with the Government of the State and 
the mixing licensee and it may be varied from time to time by the Control 
Government. 

(b) Rate at which diatiller distributing licensee and consumer to pay price , — 
The price at which power alcohol shall be sold by the distiller to the State 
Government, by the State Government to the distributing licensee and by the 
latter to the consumers shall be fixed by the Central Government and it may 
be Varied from time to time by the Central Government. 

CHAPTEB III 

10. Distillers & Distilleries. — Subjeot to the provisions of the Act and 

these rules, the provisions of Chapter TX of the United Provinces Excise 

Manual, Vol. I, shall apply to the manufacture of power alcohol and by-pro- 
ducts, storage at distilleries, denaturation, issues, wastages and transport of 
power alcohol: 

Provided that in the State of Bombay the provisions of the said Chapter 
IX of the United Provinces Excise Manual, Vol. I, shall apply subject to tlio 
provisions of the Bombay Pi-ohibition Act, 1949. 

11. Specification of Power Alcohol, — (1) The power alcohol manufactured 
for the purpose of admixture with petrol or for sale as power alcohol for afford- 
ing motive power to motor vehicles shall conform to the following speoitication : 

(a) It must be perfectly clear and transparent. 

(b) It must contain not less than 99- S per cent, by volume of ethanol 

measured at 60°F. corresponding to 74-4 overproof strength. 

(c) The acidity per 100 c.o. should not be more than 0-006 gramme 

calculated as acetic acid. It should be determined by the amount 
of deci-mormal caustic soda solution required to give a pink 
colour to phenolphthalein and it should not exceed 1 c.c. per 100 
o.c. of power alcohol. 

(2) When 200 c.o. of petrol (free from moisture) is shaken up with 10 c.o. of 
power alcohol, there should be neither opalescence nor any aeparation of liqmd 
minute globules at the bottom. 

(3) The officer in charge of a distillery shall make control tests before 
issue of power alcohol and see that it conforms to the specifications aa laid down 
in the foregoing paragraphs. 

12. Specification and proportion of denaturanta. — Every distiller shall de- 
nature power alcohol with one volume of kerosene per 100 volumes of power 
alcohol or with such oither denaturantg as may be notified by the Central Gov- 
ernment, before it is issued from the distillery. The denaturants shall be of 
the specific.! tion approved by the Central Government 

18. Minimum Stoch. — -Every distiller shall maintain such minimum stock 
of power alcohol as may be fixed from time to time by the Power Alcohol 
Authority of the States concerned. 

14. Storage of power alcohol. — Every distiller shall set apart a building 
within the distillery for the storage and issue of power alcohol. 
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16. Control of manufacture. — The distiller shall set apart two receivers 
excliisi\ely for the receipt of power alcohol. The Officer in charge of the dis- 
tillery shall maintain a manufacture account of power alcohol or dehydrated 
alcohol separate from that of industrial alcohol in a manner approved by the 
Central Govemmen,t. He shall note the percentage of loss for each individual 
transaction. The distiller shall also report to the Officer in charge distillery 
the quantities of “dehydrating agent” or “entraining liquid” used in the 
process of dehydrating the spirit and maintain an account of the same in his 
manufacture register. 

Explanatio7is. — (1) “Industrial alcohol” means all kinds of high strength 
alcohol which can be obtained by the ordinary process of rectification without 
recourse to a dehydration plant. 

(2) “Dehydrated alcohol” is also known as “absolute alcohol” as used for 
B'edicinal and chemical purposes. 

(3) “Entraining liquid” means any volatile liquid that may be used for 
the purpose of dehydration in the manufacture of power alcohol. 

(4) “Dehydrating agent” means any solid or liquid that may be used in the 
process of removing water from wet alcohol in the manufacture of power alcohol. 

16. List of mixing depots, depots or retail selling points. — The power 
Alcohol Authority of the State concerned shall supply to the distillers a list of 
the mixing depots, depots or retail selling points, as the case may be, of a 
particular zone or a portion thereof attached to them for the supply of power 
alcohol. 

17. Safeguards against risk of fire in distilleries. — The distillers shall provide 
necessary safeguards against the risk arising from the storage and manipulation 
of volatile, inflammable liquid. 

All due precautions shall be taken at all times to prevent accidents by fire 
or explosicm. 

18. Pass. — No power alcohol shall be removed from the distillery except under 
a pass in Jorm T.A. 16 to be issued in quadruplicate by the Officer-in-Charge 
distillery. One copy will be retained by the officer incharge distillery and three 
copies will be sent to the officer incharge depot as the case may be. The Officer- 
in-charge depot after necessary verification on the reverse will return one copy 
to the distillery, retain one for himself and make over the third copy to the 
miving licensee or the distributing licensee or the representative, as the case 
may be. 

19. Empty receptacles. — All empty tanks or other receptacles which have 
contained power alcohol shall, except when they are opened for the purpose of 
cleansing and rendering them free from power alcohol vapour, be kept securely 
closed unless they have been thoroughly cleansed or freed from power alcohol 
vapour. 

20. Storage and transport of power alcohol, at mixing depots. — The 
Petroleum Eules 1937, in respect of storage and transport of dangerous 
petroleum shall apply mutaiis mutandis to the storage and transport oi power 
alcohol at mixing depots. 

CHAPTEB IV 
(A) Mixing Depots 

21. Licences for mixing power alcohol with petrol. — (1) Application to 
carry on the operation of mixing power alcohol wdth petrol shall be made to 
the Power Alcohol Authority of the State in Form P. A. 4. The applicant 
shall also submit in duplicate the plan of the mixing depot signed by the Chief 
Inspector of Explosives certifying that the tanks, buildings, etc., in the mixing 
depot are in accordance with the Petroleum Eules, 1937. 
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(2) If tfie Power Alcohol Authority of the State ooncernetl is satisfied 
with the errungenients and equipment proposed by the applicant he may grant 
a lioerce in Form P. A. 5. If he has any objection to the grant of the licence 
he shall communicate his reasons in writing to the applicant. 

(8) No licence shall he granted to any person who does not hold a licence 
under the provisions of the Petroleum Act, 1984 (XXX of 1984) and the inles 
framed thereunder for the storage of dangerous petroleum. 

22. Security. — -The Power Alcohol Authority of the State may require a 
mixing licensee to furnish a bond or security deposit for a sum to be fixed by 
him for the duo performance by the licensee of the conditions of the licence 

20. Renewal of a mixing lioence . — (1) Applications for the renewal of 
mixing licence for the following financial year must bo made to the Power 
Alcohol Authority of the State concerned on or before the 28th February, in 
each year. The Power Alcohol Authority of the State concerned may either 
renew the licence or refuse to renew it. If he has any objection to the 
renewal of the liconce, he shall communicate his rca.sons in writing to the 
applicant, 

(2) Oil the expiry of a mixing licence (unless a fresh licence has been 
granted to him) or if such licence is cancelled or suspended, the officer in- 
oharga depot shall in accordance with such general or special directions as 
may be given by the Power Alcohol Authority of the State concerned, from 
time to time, return the remaining stock of power alcohol either to the distiHeT 
at the cost and risk of the former mixing licensee or to the nearest mixing 
depot. 

24, Specification of petrol. — As soon as a mixing licence is granted and 
thereafter as may from time to time be required by the Power Alcohol 
Authority of the State concerned, the mixing licensee shall furnish the Power 
Alcohol Authority of the S.tate concerned with the specifications of iietrol 
which he proposes to mix with the power alcohol, Whenever there is any 
change in the specifications of such petrol the mixing licensee shall forthwith 
communicate such change to the Power Alcohol Authority of the State con- 
cerned. 

26. Supply of fitting and other appliancee. — (1) Such fittings, articles 
connected with the storage, gauging, mixing, transfer and issue of power 
alcohol, vessels, weights, measures and instruments as may be directed by 
the Power Alcohol Authority of the State concerned shall be provided for by 
the mixing licensees at their mixing depot, and shall be subject to periodical 
tests by such officers as may be directed in this behalf by the Power Alcohol 
Authority of the State concerned. The mixing licensee shall be bound bo 
keep them in efficient and proper condition. 

(2) The State Power Alcohol Authority shall provide the necessary 
instruments for testing. 

26, Riceipt and storage of power alcohol at the mixing depots. — (a) On 
receipt of a consignment of power alcohol at a mixing depot, it shall be 
verified by the officer in charge depot. The quantity in gallons as well as 
the temperature and hydrometer indications of the power alcohol received 
shall he noted along with the dato of verification on the back of the pass 
accompanying the consignment and such pass shall be returned to the distil- 
lery of issue An entry shall be made in the register by the officer incharge 
depot. 

The Power Alcohol Authority of the State shaU depute an officer of rank 
not below Inspector of Excise to supervise the transfer of power alcohol from 
tank wagons if and when required at intermediate Railway stations and to 
seal the tank wagons after the operation. 
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(b) D ehall be the duty of the officer in charge depot to verify that no- 
receipt of power alcoho] from a distillery has been damaged or tampered v ith 
in transit and the Offioer-in-Charge Depot shall inspect each consignment 
and if it has been damaged or tampered with he must have it weighed and 
rescaled after stopping ihe leaks if any and note the weight found on the 
accompanying pass. 

(o) All receplaoles in which power alcohol is stored shall be water free. 

117. Morif'hly fitoch inking . — (a) The Officer in charge depot shall maintain 
a monthly stccli hook in form P. A. 6 showing the quantity, temperature and 
hydrometer reading ot the power alcohol. 

(b) On the last ^vorkinq day of each calendar month after all Iho trans- 
actions for the day are ov('r, the officer-in-oharge depot shall take the gauge 
and the hydrometer indication of power alcohol. 

(o) The result of the monthly stock-taking shall he submitted by the 
Officer- in- Charge depot to the Power .\lcohol Authority of the State concerned 
in the manner to be laid dowri by him in Form P. A. 7 by the otb of the 
month following that to which it relates. 

"28. Acoovvts nt mixing depot.— A monthly account of receipts and issue 
of power alcohol for ihe purjiose ot admixture with petrol shall be maintained 
by the officer in charge depot in Form P. A. 8. 

29. Mioiri~ig operations. — (1) The days and hours for the mixing operatiouE 
at each Mixing Depot shall be arranged by the Officer-in-Cbarge Depot in 
mutual cons\iltation with and convenience of the mixing licensee. Informa- 
tion to that effect shall be forwarded to the Power Alcohol Authority of the 
State concerned. In case of emergency mixing may be done on any other 
day with the special permission of the Collector of the district and the 
manager shall give notice in Form P, A. 9 to tlie officer in charge depot not 
leas than 24 hours before starting the mixing operation and shall state therein 
the exact quantities of power alcohol and petrol it is intended to mix. 

(2). The minimum quantity of petrol that may be used for mixing with 
power alcohol in one single operation shall be 200 gallons. 

(8). When it is not possible or desirable to empty the mixing vessel or tank 
completely of the balance of the mixture left over from a previous mixing, the 
mixing licencee shall be permitted to proceed with the mixing operations as if 
the mixing tank had been emptied and the officer-in-oharge depot shall gauge 
the quantity of mixture in the mixing tank before the admixture operation 
begins. 

(4). The mixing operation shall bo carried out under the supervision and m 
the presence of the officer-in-charge depot. Save as provided in the last 
proeedin," sub rule, the officer-in-chargo depot shall before the comniencemont 
of the mixing operations, satisfy himself that all receptacles to bo used are- 
perfectly clean and dry. It shall bo his duty to see that power alcohol and 
petrol are mixed in the proportion as notified by the Central Government 
under sub-section (2) of section 6 of the Act. 

80. Specifications of mixture . — When 80 parts by volume of petrol are 
mixed with 20 parts by volume of power alcohol the mixture shall conform 
to the following specifications: — 

(i) It must be perfectly homogenous and of a colour to be notified by 
the Central Government from time to time and must contain 
not less than 19-9 unit by volume of ethyl alcohol per 100 volumea 
of the mixture. 
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(ii) It should not separate even at 6°r ( — 15°C). ' 

(iii) By adding 0-1 o.c. ol Water to 100 c.c. of the mixture there should 

not bo any opalescence, when cooled down to 25 °F ( — d^C). 

(iv) When 10 c.c, of water is shaken up with 100 c.c. of the mixture 

and taken in stoppered cyhnder the volume of the lower layer 
separating out should not he taken less than 27 c.c, 

81. Release of mixture for distribution, — After the admixture of power 
alcohol with petrol has been carried out, the officer incharge depot shall 
make a control test of the mixture as provided by these rules and shall take 
the specihe gravity of two samples of the mixture, one each from the top 
and bottom of the receptacles containing it, and if the specific gravity does 
nob Vary by more than 0-003 he shall grant a certificate in Form P. A, 10 and 
release the mixture for issue to the retailers or for sale. When tailing specific 
gravity readings the temperature of the top and bottom samples should not 
diHer by more than 1°F, 

82. Accident and fire. — Any accident, fire or explosion, occurring within 
the mixing depot which is attended with loss of life or serious Injury to 
persons or property shall be immediately reported by the mixing licensee to 
the nearest magistrate having jurisdiction or to the officer-in-charge of the 
Dearest police station. 

(B) Depots and Retail Selling Points 

33. Who may store and sell — No person shall be permilted to sell or store 
for sale power alcohol at any premises which are not covered both by the 
licence required under the provisions of the Petroleum Act 1034 and by a 
licence under these rules in Fonn P. A. 15. 

Provided that Power alcohol may be issued in limited quantities to a con- 
siimer direct from a distillery with the general or special permission of the 
Oentral Government or the Power Alcohol Authority of tlio State ooncoraed 
on production of a treasury ohallan in support of pre-payment of Central 
Excise Duty and the sales tax (if imposed by the Covemment of the State 
concerned) or after adjustment of the amount due against an advance 
deposit by the distiller in any treasury approved lor the puriiose. 

34. Security,— The Power Alcohol Authority of the State concerned may 
require a distributing licensee to furnish a bond or security deposit for a 
sum to bo fixed by him for the due performance of the conditions under these 
rules. 

85. Vcnfioation of oon8ign{ment at the retail selling points. — (a) On receipt 
of a cousigument of power alcohol at a depot or a retail sellmg point, it tliall 
he verified by the officer in charge or any other person authorised by the Power 
Alcohol Authority of the state in this behalf in the presence of the representa- 
tive. The quantity in gallons actually received shall be noted along wiih 
the date of verification duly signed by both the officer-in-oharge and the 
representative on the back of the pass, P. A. 16 accompanying the consignment 
«nd such pass shall be returned to the distillery of issue, 

(b) In case any consignment of power alcohol is found to have been damaged 
-or tampered with in transit, the fact shall be noted on the pass by the officer 
to charge at the time of verification. 

(c) The officer in charge shall maintain a regular account of power alcohol 
in a register in Form P. A. 17. 
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CHAPTEE V 
Tests and Samples 

36. Control test,-— (1) For the control test ot power alcohol it should be 
■seen whether tiie power alcohol is according to the specifications as mentioned 
in rule 11. The hydrometer indication and teinperatuTo (Fahrenheit) shall 
be taken simu).tnnoously and the officer in charge concerned shall satisfy him- 
self that the strength of power alcohol is not less than 74 ’4° o.p. The proof 
strength of denatured power alcohol shall also be tested with the help of a 
special light “A” hydrometer and a thermometer and if it is found to he clear 
and tranaparont and the apparent strength not less than 74-4° o.p., it will be 
generally considered sufficiently pure to be mixed with petrol for the purposes 
lof affording motive power to motor vehicles. 

'(2) For the control test of a mixture it should be seen whether it fulfils 
the specifications mentioned in rule 30. 

37. (A) Control tests for issues to mixing depots. — The occasions when the 
control tests may be made by the officer-in-oharge distillery/depot are; — 

i(a) in the case of power alcohol — 

(i) before despatch from the distillery to a mixing depot, 

(ii) on arrival at a mixing depot and before discharging into the power 

alcohol storage tank and 

(ill) immediately before the power alcohol is issued from the storage 
tank to the mixing tank; 

(b) in the case of a mixture — 

immediately after mixing takes place and before release. 

(B) Control testa for issma to depots and retail selling points . — 
The ocoaaions whoa the control tests may be made by the offioer-in- 
charge distillery or the inspector are (a) before despatch from distillery to a 
depot or retail selling point (b) on arrival at a depot or retail selling jioints 
before discharge into receptacles provided at a depot or retail selling point and 
(c) in storage in a receptacles at a depot or a retail selling point, provided that 
the control tests (b) and (e) may be made to check tlie pi'escribed concentra- 
tion of alcohol only, 

38. (A.) Froredure when power alcohol does not pass control test for 
mixture. — (a) Mo power alcohol which does not pass the control test sh.all be 
issued for mixing. If there is any disagreement between the distiller or the 
mixing licensee, and the officer-in-ebargo distillery or depot as the case may 
be, as to the suitability of the power alcohol for mixing, samples shall be 
taken and forwarded to the Chemical Examiner in aooordanco with (he provi- 
sions of tlicse rules and the stock shall be sealed pending the receipt of the 
Chemical Examiner's report. 

(b) When a sample of power alcohol does not pass tho control test, it 
shoidd be either at the distiller’s option stored as industrial alcohol after 
denaturation according to the rules made under rule 10 of these rules or 
returned to the distiller concerned at his cost and risk for ro-dchydration. 
Samples may be taken and the stock scaled pending the receipt of the Chemical 
Examiner’s report. The distiller shall maintain such account of the piwer 
alcohol which has not passed the control test as the Power Alcohol Authority 
of the Stats concerned may by a general or special order direct. 

(c) When the mixture does not pass the control test a sample shall he 
taken and sent to the Chemical Examiner and tho stock sealed by the officer 
in charge depot pending the receipt of a report from the Chemical Examiner. 
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(d) If the officer in charge Depot or Distillery, as the case may be, is of 
the opinion that the quality of the power alcohol or the mixture is not op to 
the prescribed specifications, he shall record his reason in such register as may- 
bo directed by the Power Alcohol Authority of the state concerned. 

(11) rweedure when power alcohol does not pass control test for depot or 
retail setlinp point. — (a) No power alcohol which docs not pass the control teat 
prescribed in rule 37(11) (a) shall be issued to a depot or retail scllitjg point. 
If there is any disagreernervt between the distiller and the officer in charge 
depot a sample shall be taken and forwarded to the Chemical Exaininer in 
accordance with the provisions of these rides and the stocks shall be sealed 
pending the receipt of the Chemical Examiner's report. 

(b) Whe»i a sample of power alcohol does not pass tho control tost p’^os- 
cribed in rule 37(2) (b), it shall be returned under excise seal to the distiller 
concerned at his cost and risk and stored as industrial alcohol in vats set 
apart for the purpose at the distillery. If there is any disagreement between 
the distiller and the officer in charge distillery samples shall bo taken and 
forwarded to the Chemical Examiner in accordance with the provisions of 
these rule.s, and the stocks shall be sealed pending the receipt of tho Chemical 
Examiner’s report. The distiller shall maintain such account of the pmer 
alcohol which has not passed the control teat as the Power Alcohol A.uthority 
of the State concerned may, by a general or special order direct. 

(c) When a sample of power alcohol does not pass the control fest aa 
specinod in rule 37(B) (b) a sample shall be taken and sent to the Chemical 
Exaredr er and the stock returned to the distiller concerned under excise seal 
at the coat and rislc of the distributing licensee, and stored as industrial 
alcohol in vats set apart for tho purpose at the distillery. The distiller 
shall maintain such account of the power alcohol which has not passed the 
control test as the Power Alcohol Authority of the State concerned may, by 
a general or special order direct. If the distributing licensee so desires, 
sample may he taken and sent to the Chemical Examiner and the stock sealed 
by the Officer in Charge depot ponding the receipt of the report from the 
Chemical Examiner. 

(d) If the officer in charge depot is of the opinion that the quality of power 
alcohol is not up to the prescribed specification he shall record bis reasons in 
such register as may bo prescribed by the Power Alcohol Authority of the State 
concerned. 

89. Sampling . — Samples of power alcohol or mixture shall be taken by the 
Officer in charge distillery or depot as the case may be, when as a result of 
control test carried out by him he has reason to believe that the power alcohol 
or mixture is not upto the prescribed specification and the distiller or the 
mixing Licensee or the distributing licensee, as the case may, be, is unable to 
bring it to tho prescribed standard. Six reputed quart bottles of samples 
shall be taken of the jjower alcohol or tho mixture as the case may be, in per* 
fectly clean and dry bottles. The bottles shall be sealed by the officer in 
charge and the labels in Form P. A. 14 shall be securely fixed to them. 
Three sample bottles shall be seni to the Chemical Examiner with a report 
of the circumstances in which the samples wore taken and the rest shall he 
retained by the officcr-in-oharge concerned in his safe custody or sent to the 
Collector along with a copy of the report to the Chemical Examiner. 

40. Disposal of samples and sealed stock. — (a) If the Clieraical E.xaminer 
passes the samples, the sealed stock shall be released and the samples 
returned to tho distiller or the mixing licensee, as the case may be provided 
that in the case of power alcohol, the officer in charge distillery shall not 
release the stock unless on a retest he finds that the quality of the power 
alcohol has not changed since his last test. 



Sbo. 8] THE GAZETTE OF INDIA EXTBAOEDINABY 91 ft’ 

(b) If th -3 Chemical .Examiner reports that the power alcohol or mixture 
does not fulfil the presoribed specifications the report shall forthwith be com- 
municate t to the distiller or the mixing lieensee, as the case may be, who 
shall within seven days from the date of such communication inform the officer 
in char^'o the distillery or depot, as the ease may be, whether he proposes to 
appeal against the Chonucal Examiner’s report. If he 'declares that he pro- 
poses to file an appeal, the sealed stock and the samples shall continue to be 
under seal until the appeal is decided, otherwise it shall be dealt with accord- 
ing to the next succeeding svib-rnle. 

(c) If the Chemical Examiner reports that the pover alcohol or the mixture 
does not fulfil the prescribed siiecifications and the disliller and the mixing 
licensee as the case may bo, docs not propose to tile any appeal against such 
repo'-t or if in the event of an appeal tlio Chemical Examiner’s report is 
confirmed by the appellate authority, power alcohol shall not be supplied for 
mixing purooses, and the mixing licensee shall not sell the mixture for pro- 
viding motive power to motor vehicles unless the samo bus been brought to 
the prescribed standard and passes the control teat. It shall be the duty of 
the olliccr in cliargo disbillcry or depot, as the case may be, to see that same 
tost is carried out. 

(d) If the Chemical Examiner reports that the power alcohol does not fulfil 
the prcBciibed specifications, such power alcohol shall not bo supplied for 
providing motive power to motor vehicles, unless the same has been brought 
to the presenbed standard and passes (he control test. 

Provided that when the stock of power alcohol is returned to the distiller 
under rule 88(B) (o') the cost of bringing up such stock to the presoribed 
strength and of transport of the same to the depot or the retail selling point 
shall be home by the distributing licensee. Such cost shall be determined 
by the Pow’er Alcohol Authority of the State concerned. 

41. Appeal againei Chemical Eraminer'g report. — ^If a distiller or a mixing' 
licensee or a distributing licensee docs not accept the report of the Chemical 
Examiner, he may within 14 days from the communication of the report of the- 
Chemical Examiner to him appeal to the Chief Chemist Central Eevenue Control 
Laboratory, New Delhi and may require the officer in charge distillery or 
depot as the case may be to send a sample to such authority and the officer 
shall act accordingly. The distiller or the mixing licensee or the distributing 
licensee shall deposit in advance the requisite examination fee which shall 
be payable to the Central Government. 

42. Test by Chemical Examiner on other occasions.^A distiller or a 
mixing licensee or a distributing licensee may, whether or not, there is any 
difference between him and the officer in charge distillery or depot, as the 
case nuw be, and subject to the deposit in advance of the Chemibal Examiner’s ■ 
fee as fixed by the Central Government and the cost of sending the samples, 
require such officer by a rerpiest in writing to send a sample of power alcohol 
or mixture to the Chemical Examiner for test and report. 

43. Price of samples . — (a) Samples taken under these rules up to six 
reputed quarts in quantity shall not be paid for by the Central Goverrjnient 
or the State Government, as the case may he. 

(b) The price of samples in excess of six reputed quarts shall be paid for 
by the Cential Government or the State government to the licensee from 
whose stock the sample was taken at the following rates: — 

Power Alcohol: — To the distiller, at the rate at which he shall seP. 
power alcohol to the State government according to the ler-ns 
of his licence. 
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Mixture : — (i) to tho lioansee at the wholoBeale rate at which such mixture 
is sold at the time when samples are taken. 

(i:) To retail dealers at the wholesale rate at which such mixture is sold 
at the time when samples are taken. Provided that no price shall 
be paid for the samples given to a distiller or a mixing licensee 
or a distributing licensee under rule 89 or which he hirnsolf has 
offered for test under rule 42. 

CHAPTlCli VI. 

Sale of Straight Petrol. 

44. When wholesale d'ealerg and retailers may sell straight -petrol. — Except 
dn cases which are covered by Buie 6(a) when the Collector issues a permit for 
dhe sale of straight petrol, wholesale and retail dealers in petrol within the 
[urisdiction of such a CoUeotor may without any licence under tho Act, sell 
-straight petrol so long os the said permit is in force. 

45. Licence to sell straight petrol. — (a) Any person may apply to the 
'Collector for a licence to sell straight petrol 

(b) If the Collector is satisfied that there is genuine demand for straight 
petrol and that the applicant is a suitable person for holding such licence, he 
may grant a licence in Form P. A. 11 and require the licensee to furnish such 
security as may be directed by tho Power Alcohol Authority of the State 
•concerned by a general or special order. iSuch licence shall remain m force 
till the 81st day of March following, but may be renewed by tho Collector 
rfrom year to year. If the Collector refuses the aiJplioation for such licence 
he shall record his reasons in writing. 

46. Permits for purchase of straight petrol. — (a) If a person other than a 
pilot or an operator of an aircraft or an oflSoial of the Eoyal Indian Military 
Naval or Air Forces requires straight iiotrol for a purpose referred to in a 
notification issued under Section 11 of the Act, he shall apply for a permit to 
the Collector mentioning tho following particulars: — 

1. The name and address of the applicant. 

2. Tho quantity of the straight petrol needed. 

8. The purpose for which and the period during which such petrol is 
’requii'ed. 

(b) If the Collector is satisfied about the genuineness of the need, he may, 
subject to the provisions of the Petrolemn Act 1934 (XXX of 1934) grant a 
ipermit in Form P. A, 12 for the purchase of straight petrol in such quantities 
as he may deem fit. 

(c) The licensee shall record on the buck of the permit the quantity of 
straight petrol sold to the permit-holder evervtime that such sale is made 
and it shall be the duty of the licensee lo see that the quantity allowed under 
the permit is not exceeded. 

47. Account of sale of straight petroi. — The stock records shall be main- 
'tained by a mixing licensee in Form P. A. 18 and shall be available for examina- 
tion by an officer in charge Depots and his superiors. 

CHAPTEE VTI 
Powers, Penalties and Appeals 

48. Further powers of the Power Alcohol authority of tho State concerned. — 
3n addition to the powers which the Power Alcohol Authority of the state 
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concerned may exercise under the provisions of the Act and these rules, he- 
may, by a general or special order and subject to the conditions of the Act 
and these rules specify: — 

(1) The measures, weights and instruments which shall be maintained 

by distillers and mixing licensees and the distributing licensees- 
and the persons who may inspect them and how they may be 
standardised. 

(2) The returns, records and boohs which shall be maintained and 

submitted by the licence holders under this Act or by the ofScar 
in charge depot or distil'ery, the manner in which they are to 
be verified and the time when and the authority to whom the 
returns are to be submitted. 

(8) In what forms, passes, certificates or permits shall bo issued under 
these rules; and 

(4) the functions that shall be performed by the ofificera of the Excise 
Department of the State for carrying out the provisions of the 
Act and these rules. 

Provided that if the particulars required by the Power Alcohol Authority 
of the state concerned to be entered in the form directed by him are easily 
available in the account maintained by any licensee under the Act, the Power 
Alcohol Authority of the State concerned m»y exempt such licensee from 
maintaining accounts in such form 

49. Compulsory inspections , — Collectors shall inspect mixing depots, 
depots and retail selhng points in their respective districts at least once a- 
year and snob officers as are empowered by the Power Alcohol Authority of 
the State concerned at least once a quarter and record the results of their ins- 
pections in the inspection book which shall be maintained by the officer in 
charge Depot at mixing depots, depots or retail selling points. The officer 
inchargo depot- shall submit a copy of the inspection note to the Power Alcohol 
Authority of the state concerned in the manner to be prescribed by him. 
The accounts maintained at the mixing depots, depots or retail selling poTnts- 
shall be open to inspections by such inspecting officers, 

50. Powers of inspection . — ^A State Government may authorise any officer 
by name or by virtue of his office to enter and inspect, at any time by day or 
by night, any place where a licensed person carries on the operation of mixing 
petrol or petroleum with power a’cohol, or where the mixture of patrol or 
petroleum with power alcohol is sold by any hconsed person, and to examine, 
test, measure or weigh any materials, vats, utensils, implements, apparatus, 
power alcohol, petrol, petroleum or mixure of petrol or petroleum with power 
alcohol found in such place, and to see if the conditions of the licence are being 
observed. ^ Such officer may seize any measures, weights or testing instru- 
ments which he has reason to believe to be false, and take samples of power 
alcohol, petrol or petroleum or mixture of petrol or petroleum with power 
alcohol for testing. 

61. Entry and search.~A State Government may, by notification in the 
official Gazette, authorise any officer by name or by virtue of his office to 
enter and search any place where he has reason to believe that any petrol 
or petroleum^ is being mixed with power alcohol or any mixture of petrol or 
petroleum with power alcohol is being sold, otherwise than in accordance with, 
the pro-rislons of the Act and these rules, and to seize the tank or remove any 
or all of the petrol, petroleum or mixture in respect of which in his opinion 
an offence under the Act or these rules have been committed. Every suoh 
officer shall also have the power to inspect any place where straight petrol ia 
Bold and to examine the stock and the books mainta-lnad at such place. 
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62. Export to Collector . — ^Where an inspecting officer is of opinion that 
any infringement of the provisions of tho Act or these rules or the conditions 
of licence has been committed, he shall forthwith make a report to the Collec- 
tor stating the action taken by him. 

53. Power of investigation . — Any officer of the Excise Department of a 
State not below the rank of an Excise Inspector and every police officer m 
-charge of a poliire station shall have the power to investigate into an offence 
under the Act or these rules. 

64. Appeals . — ■(!) An appeal shall lie to the Power Alcohol Authority of 
tho state concerned from every order passed by a Collector. 

(2) A petition of appeal to the Power Alcohol Authority of the State con- 
■oemed shall be presented within 80 days of the order appealed against exclu- 
sive of the timo taken in obtaining the copy of the order. The petition shall 
he properly stamped and accompanied by a certified copy of the order appealed 
against. 

(8) An appeal from tho original or appol’ate order of such authority shall 
lie to the Central Government and the provisions of the last preceding rule 
■shall apply mufatis mutandis to such appeals also. 

65. Penalties . — Wliere any person holding any licence under the provisions 
of the Act or these rules contravenes the provisions of these rules or the 
terms of his licence: — 

(a) his licence may be suspended or cancelled by the Power Alcohol 

Authority. 

(b) he may In addition be punished with fine which may extend to 

Ils. 1,000/- 

66. An officer of the Central Government not below the rank of Deputy 
Development Officer (Power Alcohol) and an officer o£ the Excise Department 
of tho State concerned not below tho rank of Excise Superintendent or Dis- 
trict Excise Ofi&cer and Assistant Excise and Taxation Officer may accept 
from any person whose licence, permit or pass is liable to be cancelled or 
suspended under tho provisions of these rules, or who is reasonably suspected 
■of having committed an offence punishable under tbesc rules, a sum of money 
not exceeding Es. 1,()00/- in lieu of such caricellation or suspension, or by 
way of composition for the offence which may have been committed, as the 
case may bo. On the payment of such sum of money to such officer the 
accused person shall be discharged and r. i further proceedings shall be taken 
ngainst such person. 
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E.A. 1 

(Fide Kulo 8) 

'Tender Notice for the supply of Power Alcohol to the Goverument of the 

1, Tenders are hereby invited foi the supply of power aleohol to the Govern- 
Tnont of I for a period of years commencing on 


2, The power alcohol snpplii s should conform to specifications laid down 
in the if A. Eules 11 and 12, 

5. The tenderers can rnanufa<-ture power a](»bcl subject to the terms of tho 
required licence from molasses or such other substances as may be approved by 

GovommQnt for the purpose. 

4, (a) A list is attached showing the existing mixing depots of the different 
petrol companies, together with tho approx, annual off-take of petrol at the 
various depots. Tho requirements of power alcohol can be calculated on the 

resumption that the prescribed mixture will contain per cent. Power 

Alcohol and per cent, petrol. 

(b) The Power alcohol should be delivered at the places whore the petrol 
■depots are situated. 

6. Tho tenderer must also speedy the following particulars: — 

(i) 'file capacity of the distillery for producing power alcohol. 

(ii) ^'The maximum quantity of power alcohol he is prepared to supply 

within u financial year. 

(iii) The minimum annual quantity of power alcohol, the supply of which 

he would bo agreeable to undertake. 

6. The number of petrol depots at or near which the power alcohol shall 
be required to be suiiplied is liable to variation and Government cannot give 
A guarantee as to tho number and sitiifilioir of the depots. Government also 
■do not guarantee any minimum consumption, nor hold themselves responsible 
for any loss of business. 

7. 'The manufacture of alcohol shall bo carried on under a licence granted 
in Form P.A. 2 and the tenderer will have lo secure this licence in case his 
tender is approved. If on the termination of his licence Ihe tenderer has n 
balance of denatured power alcohol in .sleek, it shall be taken over by Govern- 
ment wifliiti the next two monilis at the same price and in the same way as 
previous supplies were taken during the cuireiicy of the licence. The tenderer 
shall be bound to make over Iho stock at Mixing depots according to m.siruc- 
tions. 

8. Tender.s should be in sealed covers, superscribed with the words 

•‘Tender lor the supply of power alcohol” and should reach the Central 
Government — Director General, Industries and Hupplies, Shahjiihan New 

Delhi, not later than Puh js 

reserved to accept such tenders as may be deemed host in the public interest 
and to reject any or all of those received without reasons being ussignod. 

9. The factories whose tenders have been accepted shall be required to 
deposit, within a week after tho decision has been communicated to them, a 
sum of lia. 3,000 in cash or Government promissory notes of equivaleni market 
value as security for the due fulfilment of the conditions of the licence. 

Enclosures : — 

1. Form P.A. 2, 

2. Fist showing existing petrol depots ,vitb approx, consumption at each 

depot. 

3. 'Tender Form. 
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ANNEXUBE ‘A’ 

(Form, to be filled by Tenderer) 

1. Name of the tenderer with 

address 

2. Price per bnlk gallon of denatured 

power alcohol ea:-distillciy . . 

8 The working capacity of the stilla 
in uae in h s distiUery foo 

producing power alcohol 

4. The maximum quantity of power 
alcohol which the tenderer is 
prepared to supply to Govern- 
ment within the period 

6. The maximum annual quantity ofl 
power alcohol the supply of 
which the tenderer is pre- 
pared to undertake. . . 

6 Any other points establishing the 
suitability and the capacity of 
the tenderer to fulfil the obli- 
gations under this tender 

Signature of the Tenderer. 

Dated . 


PA 2 

[Vide Buie 8(2)] 

Licence to work a distillery for manufacture of power alcohol in private 

premises. 

Name of Licence holder 

Period for which licence is granted 

Licence is hereby granted to. 

resident of . ... . . 

(i) to manufactuie power alcohol m his distillery situated at 
, and 

(li) to supply it to the State Government 

The manufacture, storage, transport and sale of power alcohol shall be 
subject to the Power Alcohol Buies, 1960 and such other rules as may be made 
from time to time by the Power Alcohol Authority of the State concerned for 
the security of excise revenue or by the Central Government to carry out the 
purposes of the Power Alcohol Act, 1948. 

The licence shall also be subject to the following special conditions: — 

1. The licensee shall provide all necessary weights, measures and plant to 
the satisfaction of the Power Alcohol Authority of the State concerned at the 
distiUery and shall keep them m good condition and working order and repairs 
8. The licensee shall be bound to seU power alcohol to Government at the 

bulkgaUons (or more than bulk gallons). 

8. The hcenseo shall be bound to seU power alcohol to Government at the 

rate of per bulk gaUon at the mixing depot exclusive of /inclusive 

of all charges for transport. 
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4. The licensee shall he hound to maintain such minimum stock ol 
alcohol at the distillery and the mixing depots as may be fixed by the Power 
Alcohol Authority of the State concerned. 

6. The licensee shall be bound to supply power alcohol at the mixing depots 

or retail selling point within a period of from the receipt 

of requisition made by the Officer Incharge of mixing depot. Any delay or 
shortage in supply on the part of the licensee shall make him liable to a penalty 
upto Rs. 8 per bulk gallon as may be ordered by the Power Alcohol Authority 
of the State concerned. 

Noth. — The minimum and the maximum quantities fixed for the year 
ns well as the quantity which may be manufactured in any opo 
quarter may be altered under the orders of the Power-Aloohol 
Authority of the State. 

6. The distillers shall proTide necessary safeguards against the risk arising 
from the use of the volatile inflammable liquids that may be used in the process 
of manufacture. 

7. If on the termination of his licence the lioenaee has a balance of denac 
tured power alcohol in stock it shall be taken over by the Government within 
the next two months at the same price and in the same way as previous mp‘* 
plies were taken during the currency of the licence., 

8. As security for the due fulfilment of the conditions this licence fha 
licensee shall deposit with the Director-General, Industries and Supplies 
Ks. 8,000 in cash or in Government Promissory Notes of equivalent maikeit 
value or in such other form as the D.G. (I. & 8.) may approve. 

An Infringement of the Power Alcohol Eules, 19150, and of any of the special 
conditions of this licence may involve forfeiture of the licence in addition to 
such other penalties as are prescribed \mder the Indian Power Alcohol Act, 
1048 and the rules made thereunder. 


NSW Dmfir; 

rfcg..n. »Tni ....m..4TTT... lTTTT. lB ■ 


Director-General, Industries A Supples, 

Naur Delhi. 
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P. A. 3 
( Vide Rule 4 ) 
REQUISITION FORM 


To 


M/b. 


CONTRACT DISTILLERS, 


I’leaee/ftrrange to Supply bulk gallons (at 85° F) of Power alcohol at the 

Mixing Depot 

pep>t hy the 19 

Retail Selling Foinl a. 


Dated 19 . 

Offloer-in-Charge, 
Mixing Depot 



ji ^ Oif L DIA 
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P. A. 4. 

[Piis Ruie 21 (1)] 

Form of application to the Powe.T Alcohol Avihority of the State for grant /renewal 
of licence to operate a mixing depot for the purpose of providing a fuel for 
toe propulsion of motor vehicles. 

REPLIES TO BE WRITTEN IN THIS OOL. 


* AppUoont'* name. . . , . . . . 

— do — Calling 
“do — Address. . 

2. Situation of the proposed iul:if:ing depot, 
distriot, town or village. 

8> Brief desoription of the mixing plant to be 
used and its techmeal arrangement. 

4. Inventory with oapaolty of petrol tanks, 
power alcohol tank and mixing tank to be 
iwtalled. 

0. Do the prendses oonform with the condi- 
tions of the licence applied for T 

e. REMARKS. 

Signature of applicant. ^ — 

Postal address of applicant 

Date of applioatlon i 


• In cases where the application is made on behalf of a company the name and address of the 
Company and the name of rhe Manager or agents should be given. 

Kote: — This application if it relates to a new mixing depot or if the applicant proposes any 
alterations in any existing mixing depot must be aooompanied by 8^)eoifloation8 and 
plans in tracing cloth drawn to scale In duplicate, 

PaciUtias for the maintenance of ofilce by the Officer Inoharge^ Depot will however be 
provided by Oil Companies at each Depot. 
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P. A. 6. 

[Vide Rule 21 (2)] 

Hioenoe far the admixture of poieer aioohol with petrol for the purpose of affording 

motive power to motor vekielet, 

Meffimr Vo. >-.*,■■■ ,. 

LomU|^ ' .11 1 — . 

VsBte of Boonoo-holdor - . . ■ — 

Vetoe of tba lioon/Mo’s agoal oMoohod to tha lioanaad dapot—* — — ■ ■ ■ ■ ' i. * m — — 

Bicoot dMmiptloa of promiiei - — > — ■- — . — — . — 


IdoMaa* for eanyliig on th« oparation of mixing powvi* dlaohol patrol for tba pnrpoM 
of affording motivo powar to motor vehlolea and for tlia atoroga of power olaobol In the UaanMd 

pronuMa prior to Ita admixture with patrol at ■ In tha Dlatt. of— 

ntuB lat April, IQ4 , upto the Slat Maroh, 10 , la haraby granted to — ^ — — — — 


•ubjaot to tha PoMr Aloohol Bulaa, 1930, relating to the atoraga, tronaport and admixture of 
pdv^ aloohol with petrol tha infraotion of any of which or oonWotion for, any, offenoe under 
the power aloohol, exoite and petroleum lawa ahoU render tha lioanaaa liable to the forfeiture 
of hla doanoe In addition to onp panalbiea Impoaed under the above law*. 

Power aleoM authorUff of the elate. 


P.A.6 

[Vide Rule 21 (a)] 
8toohi)ooh for Mixing Depots 


Data of 
Stook- 
taklng 

i 

Fa. Of 
vat or 
tank 

2 

DIP 

2 

Dahaity In 
caae of 
power 
aloohol* 
petrol 
mixtura 

4 

temps - 

BATURE 

B 

Indication 
In Ooae of 
power al- 
oohol 

e 

Number of 
bulk galla, 
(actual. 

7 

Iwumbar of 
bulk galla. 
(at60°E.) 
(oaloulated) 

8 

Bniuxxs 

0 











P. A. 7. 

[Vide Rule 27 (o)] 

StaUnmi of stooh of Power Aloohol for the month of .19 , for use at 

Mixing Depots 


Nome of the mazing depot. 


lUmainlng 
at and of 
prevlhua 

L month 
^ (bulk 
laUoiia at 

8i*p.) 

Beod. dur- 
ing the 
month 
(bulk giLlla, 
at sA’ff.) 

2 

laaued dur- 
ing the 
month 
(bulk galla. 
at 8«®F,) 

8 

Balance by 
account at 
the end of 
the month 
(bulk goUa. 
at 86"^.) 

4 

1 

Actual 
balance oa 
per mon- 
thly atook 
book (form 
1^. A 20) 

« 

WASTAGE 1 

Bmcaoxa 

8 

Bulk Galla. 
(at 8B*F.) 

6 

Peroentage 

7 


1 

1 



1 














P. A. 8. 

{Vide Enle 28) 

Ledger for Power Alcohol {for uee {m Mixing Besots) 



i*vH3asoYg*x« nmi 40 to t# 'm 
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P. A. 9 

[Fide Buie 29(1)J 

Notiofl to the Offioer-in-Charge, Mixing Depot, for aupervmng the operation of 

mixing 

No Pated ....19 

To 

Tub orFICEB-IN-CHABGE, 

MIXING DEPOT. 

Sib, 

This is to request you to supervise the operation of mixing petrol with power 

alcohol, which is proposed to bo carried out on 19 

between hours and hours. The prescribed details are given 

for your information. 

It is hereby certified that the petrol which is to be mixed with Power alcohol 
is absolutely free from water and that it conforms to the speoificatione previously 
supplied to the Power Alcohol Authority of a State in accordance with rule 26. 
Particulars, Petrol Power alcohol. 

(1) Exact quantity of petrol 

and power alcohol intend- 
ed to be mixed. 

(2) Bpecifio gravity of petrol 

at 86* F. 

Lioentee of Mixing Depot or hie Agent. 

Dated the 19 • 


P. A. 10 


(Fide Buie 46(b)) 

Certifioate about the admixture of Power aicohol and Petrol in the prescribed 


Thb licensee, 

MIXING DEPOT, 

bulk gallons of power alcohol-petrol mixture have been 

properly "proparo'd by you according to rules under my supervision in the 

Mixing Depot, you are hereby permitted to take 

delivery "of the Power alcohol-petrol mixture sp prepared and to distribute it to 
retailers for use as motor fuel. 

The addition of any substance to the mixture or any attempt to separate 
the constituents is strictly forbidden. 

The details of the mixing operations and of the component parts are given 
below : — - 

(1) Begistored number of the mixing operation with date 

(2) Quantity of petrol token galls. Bp. gr, at ’E. 

(8) Quantity of the power alcohol gaUons, Bp. gr. at h. 

(4) Quantity of the resultant power alcohol- 

petml mixture gallons. 8p. gr, at E. 

Offioer-in-Ohargi, 
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P.A. 11. 

[Vide Rule 46(b)] 

Licence to sell petrol unmixed with Power oJcohol for uee in aeroplanes and 
for such purposes otlier than that of providing motive power to Motor 
vehicles, as may be notified by Central Oovernment. 

Register No 

Locality 

Name of Licence-holder 

Name of Salesman 

Licence for the sale of petiol unmixed with Power alcohol for use in aero- 
planes and for such piirposos, other than that of providing motive power to any 
motor vehicles, as may be notified from time to time by the Govt, of a State 


is hereby granted to at 

in the District of 

from to Blst March 19 for which a security 

of Rs - has been deposited in advance, 


flubjeot to the Power Alcohol Rules 1950 and the following special conditions. 
The infraction of any of these rules and conditions or a conviction for any 
offence under the power alcohol, excise and petroleum laws shall render the 
licence-holder liable to the forfeiture of the license and advance depoaited in 
addition to any penalty imposed under the above lews: 

Special Conditions 

(1) Sales shall be made only at the licensed premises either for use In areo- 
planes or for such other purposes as may be notified by the Provincial Govern- 
ment from time to time. 

(2) Sales for use in aeroplanes shall be made on the requisition of an aero- 
drome officer and for the purposes notified by the Central, Provincial or State 
Govt, on the basis of permits granted by the Collector, 

(8) The licence-holder shall maintain regular and accurate accounts in the 
prescribed form and shall produce the same for inspection on the requisition of 
any offer authorized by Central, Provincial or State Govt, to demand their pro- 
duction. He shall furnish to the Collector the prescribed returns by the 6th of 
every month and shall bo bound to submit such other statements as may bo 
required by the CoUeotor, 

(4) The stock of petrol immlxed with Power alcohol and the accounts of Its 
receipts, sales and balances shall be kept separately from the stock and accounts 
of power alcohol-petrol mixture, if any. 

(6) The licensee shall record on the back of the permit the quantity of petrol 
unmlxed with power alcohol supplied to permit-holders and shall see that the 
quantity of petrol sold does not exceed the quantity allowed. 

(0) The entries of sales shall be supported by the requisitions of the aero- 
drome officers or by the signatures or signed requisitions of permit-holders. 

DISTRICT. 

Hated; 


COLLHOTOR, 


P.A. 12 

[Vide Rnle «(b) ] 

Eeraif psreiaae petrol iau»t»ed leitA Power alcohol for a%y purpose oiha- them of affording motive power to anp motor vehicle, 

which mc^ be notified by a State Qovemment, 

Permit is herein granted to , for the purchase of (mentioii the exact quantity) 

of petrol aamixad wife Power alcohol &om any local licensed dealer for the purpose of .The Petrol so obtained 

ohsQ not be luad for aay purpose other than that for which the permit is granted. 

Distriot : . 

Dated: 19 . 


(See revwse). 


DATS 


(ON THE REVEBSE) 


Quantity of petrol sold 


OOLLECTOR. 


Signature of Licensed Dealer of Petrol 
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\Vidn Rule 47) 

Accownli oj reccetpti eaif>s rf- balances of petrol unfnixed tmih power alcohol 

Date 

1 STOCK 

1 

j SALES 

1 

REMAKKfi 

Op>etiing 

balance 

Receipt s 
during 
the day 

J 

Total of 
stock in 
hand 
and 

r eceived j 

1 Qty. wld in galhi ' 

ntoemg 

baJance 

9 i 

For use in 
aeroplanes ' 

[ Names of the Pilot as 1 Signatures of 

1 For other | well as the aeroplane | Pennitholder or date 

' piirposea ' of the pennitholder ; of signed requ»tion 

notified | to whom sold 

! by State j i 

1 Government J 1 

1 

2 1 3 1 4 1 

5 

[el 7 1 8 


10 
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P.A. 14 
[Vide Buie 89) 

Date 

Vat or Vessel No 

Nature of contents 

Showing temperature indication 

Strength 

OFFICER- IN-OHABGK 


P. A. 15 
[Vide Rule 2(g)J 

Lirenct^ for the sale of -power alcohol by a dxstnhutiny ticem f 

Register No 

Locality or zone 

Name of Licence-holder 

Period for which licence granted 

Licence is hereby granted for the sale of power alcohol for motive power in 
the motor vehicles at retail selling points described in and shown on the plar 

attached to licence No issued subject in form 

of the Petroleum Rules by* 

sub'Joot to the following conditions : — 

(1) That the licoiisea shall be responsible for the proper immiteuan>-« e, 
pumps and for the correct gauging of storage tanks. 

(2) That the licensee shall be bound to observe the provisions of the Indian 
Power Alcohol Rules and any other orders issued from time to time by the 
Power Alcohol Authority of the State concerned, in connection with the propei 
distribution of Power alcohol unmixed 

The iufringenient of any of the aforesaid conditions and the breach of any oi 
the Indian Power Alcohol Rules shall render the licensee liable to the forfeiture 
of his licence and secui'ity, if any, in addition to any other penalties to which h‘ 
may bo liable under the Indian Power Alcohol Rules. 


Here fill In the n|)i>r,ipriato fioonaing a ithjrity luidor the Peti-olevtm Rules 



P A. 16 

[Fide Eules 18 & 36 (a)] 


Serial Datf' \ him 
No. 


despatched in Signature of Officer Tncharge of Tlistilleri 
bulk gallons 


Rbmakks 


N'ame and place of retail l''t. ind time Qty. reed. Signature of Officer Tn Signature of the represen 


''clling poin1 


in bulk galls 


charge of IVpot 


tative of retail selling ^ Rem abb® 
point or Depot/ Superin- j 
tendent I 


P.A.17 

[Fide Rule 36 (c)] 

/ic'os/er ■showing th" quantity of Poioer alcohol delivered to (retail selling points licensee and 
the price to be realised from the distributing licensee 


Date of delivei’v 


Quantity of 
Powei alcohol 
lielivered in bulk 
gallons 

2 


Price to be realised 
from the distributing 
licensee. 


Signature of retail selling 
point- Inspector 


Remarks 
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